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Wilbur thought the flying machine should be equipped
with wings capable of moving up and clown during the flight.
Both brothers went to Carolina for conducting trials; in 1899
a kite- shaped biplane was designed.
A beach near kitty Hawk, North Carolina was selected
for their flight experiments, after consulting the weather bu-
reau. In 1902 about 700 glider flights were organized at kitty
Hawk. In 1903 Orville Wright made the historic flight on a 12
h.p. biplane; the plane reached a height of 10 feet and stayed
in air for 12 seconds covering a distance of 37 metres. Later
Wilbur flew a distance of 850 feet in one minute. Those were
the small beginnings.
Wilbur went to France in 1908 and made flights upto 91
metres. Death snatched him after an attack of typhoid.
In 1909 the American Wright company was established
in New York. The mantle fell on Orville after his brother's
death. He set up the Wright Aeronautical Laboratory in 1916.
Orville could reach flying speeds upto 300 miles per
hour. Present day is the age of supersonic jets with a speed
even faster than the speed of sound!
Rolls Royce is still a familiar name on the engines of the
plane.
The original plane used by Wright Brothers for their his-
toric first flight in Kitty Hawk, N.C is preserved in the Na-
tional Air and Space Museum, Washington D.C as a relic.
Names of Military planes:
B-24 Liberator, 1938.
B-17 Flying Fortress World War II bomber -Flying speed
106 km/h, altitude 7,620 m (25000 ft),
B-29 Superfortress dropped atomic bombs inr 1945 at